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keep a counter watch.    On one occasion, he said,
the Queen had hinted that she could favour him
as a certain lady of the Court had favoured Lord
Parr ;   and when Culpeper said he did not think
that the Queen was such a lady as the one men-
tioned, she had replied,  " Well, if I had tarried
still in the maidens' chamber I would have tried
you; "   and on another occasion she had warned
him that if he confessed, even when he was shriven,
what had passed between them, the King would
be sure to know, as he was the head of the Church.
Culpeper's animus against Lady Rochford is evident.
She had provoked him much, he said, to love the
Queen, and he intended to do ill with her.    Evidence
began to grow, too, that not  only was Derham
admittedly guilty with the Queen before marriage,
but that suspicious familiarity had been resumed
afterwards.    He himself confessed that he had been
more   than  once   in   the  Queen's  private   apart-
ment,   and   she  had given  him  various  sums of
money, warning him to heed what he said ; which,
truth to tell, he had not done, according to other
deponents.
Everybody implicated in the scandals was im-
prisoned, mostly in the Tower, several members of
the house of Howard being put under guard; and
Norfolk, trembling for his own position, showed as
much zeal as any one to condemn his unfortunate
niece. He knew, indeed, at this time that he had
been used simply as a catspaw in the advances
towards France, and complained bitterly that the
match he had secretly suggested between the
Princess Mary and the Duke of Orleans was now
common talk, which gave ground for his enemies